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REFS: A. COCOM DOC (75) 861 

B. OECD PARIS 13161 

C. STATE 131614 

1. IN RESPONSE REQUEST ADDITIONAL INEORMATION CONTAINED 
REFTEL C, JAPANESE HAVE INEORMED US THAT EIRM INVOLVED- 
OKI UNIVAC CO., LTD.- HAS SUBMITTED US LICENSE APPLICATION 
THORUGH SPERRY UNIVAC CO., LTD. APPLICATION NO. ROX 75 
327-260 DATED 9 MAY. EIRM HAS ALREADY RESPONDED DETAILED 
COMMERCE QUESTIONNAIRE REGARDING SAID APPLICATION. 

2. OKI UNIVAC CO. IS NOW PREPARING ASSOCIATED LICENSE 
APPLICATION EOR REQUIRED MAGNETIC DISC CONTROLLER AND 
GRAPHIC DISPLAY. 

3. JAPANESE DELEGATION HAS EXPRESSED VIEW THAT AIR TRAE- 
EIC CONTROL SYSTEM TO USSR CITED REETEL C IS IRRELEVANT 
TO PRESENT CASE SINCE END USE NOT IDENTICAL. NEVERTHE- 
LESS, ISSUE BEING REVEIWED WITH SPERRY UNIVAC. 
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